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SUBJECT: IAEA SPECIALISTS MEETING ON FUEL FAILURE MECHANISMS 

1. MISSION REQUESTED EXTEND FORMAL OFFER TO IAEA FOR U.S. 

TO HOST SUBJECT MEETING IN CONNECTION WITH IAEA INTERNATIONAL 
WORKING GROUP ON FAST REACTORS (IWGFR) AT BATTFLT.F, -SEATTLE 
RESEARCH CENTER, SEATTLE, WASHINGTON. DURING 
WEEK OF MAY 1 1-16, 1975. 

2. IN KEEPING WITH GUIDELINES IN IWGFR, IT IS RECOMMENDED 
THAT ATTENDANCE BE LIMITED TO WORKING EXPERTS. MR. A.C. 
MILLUNZI, AEC, HAS BEEN DESIGNATED MEETING CHAIRMAN. 

3. MISSION WILL BE INFORMED OF NAMES OF OTHER U.S. EXPERTS 
AND RECORDING SECRETARIES. PRELIMINARY AGENDA HAS BEEN FOR 
WARDED TO DR. INYUTIN BY DR. G. WENSCH, U.S. EXPERT ON IWGFR. 

4. U.S. WOULD APPRECIATE TIMELY NOMINATION OF EXPERTS, SO 

THAT NECESSARY ADMINISTRATIVE ARRANGEMENTS CAN BE COMPLETED 
WELL IN ADVANCE. 
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